AMENDMENT NO. 3 FEBRUARY 2017 
TO 
IS 11346 : 2002 TESTS FOR AGRICULTURAL AND 
WATER SUPPLY PUMPS — CODE OF ACCEPTANCE 


[Page 5, clause 3.3 (see also Amendment No. 2, Note 2)] — Substitute the 
following note with the existing: 


‘2 In ‘Period ‘column a’ means ‘Calibration Not required unless suspected 
critical dimensional change.’ 
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